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No non-compliant items identified during this inspection. 

This inspection and exit interview were conducted with the facility representatives. 
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USDA 



Cust No 


1016 


Count 

000256 

000256 


United States Department of Agriculture 
Animal and Plant Health Inspection Service 

Species Inspected 


Customer: 1016 

Inspection Date: 09-MAY-18 


Cert No Site Site Name 


91-R-0001 002 UNIVERSITY OF WASHINGTON 


Inspection 


09-MAY-18 


Scientific Name 

Macaca nemestrina 

Total 


Common Name 

PIG-TAILED MACAQUE 
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